DOCKETED ITEMS      89

-9109300077 Partially withheld insp repts 50-327/91-20 & 50-328/91-20 on 910828-
29.NO violations noted.Major areas inspected: utilization of security personnel to pro-
vide compensatory protection for degraded & inadequate physical barriers.
TtLLMANA. MCGUIRE.D.R.  Region 2 (Post 820201). 91/09/11. 1p. 59225:115-
59225:115.

9109180262 Responds to NRC 910814 Itr re violations noted in insp repts 50-327/91-17
& 50-328/91-17.Corrective actions:auxi!iary unit operators responsible for incorrectly
positioning valves.disciplined for failure to follow procedures.
WILSON,J.L Tennessee Valley Authority. 91/09/13. Document Control Branch (Docu-
ment Control Desk). 5pp. 59139:355-59139:359.

9109250077 Notification of contract execution: "Electrical Distribution Sys Functional
Insp - Sequoyah," awarded to AECL Technologies.

MANN.R. Division of Contracts & Property Management (Post 890205). FIN L-1527-1.
91/09/13. SCHWINK.W.S. Program Management, Policy Development & Analysis
Staff (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. 1p.
59207:028-59207:030.

-9109250091 Ltr contract awarding task order I8,to "Electrical Distribution Sys Func-
tional Insp - Sequoyah," awarded to AECL Technologies.

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-1527-1. 91/09/
12. SHIFLETT.D.R. AECL Technologies. 2pp. 59207:029-59207:030.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109200222 Provides response to 910819 Itr re violations noted in Insp Repts 50-3277
91-14 & 50-328/91-14.Corrective actions:broader initiatives in place to address under-
lying performance issues.

WILSON.J.L Tennessee Valley Authority. 91/09/16. Document Control Branch (Docu-
ment Control Desk). 6pp. 59171:141-59171:146.

9109230078 Advises that 880824-891027 responses to NRC Bulletin 88-008 acceptable
& TACs 69686 & 69687 considered closed.

LABARGE.D.E. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 91/09/16. NAUMAN.D.A. Tennessee Valley Authority. 7pp. 59196:351-
59196:357.

9109260097 Responds to recommendations noted in SALP Repts 50-327/91-11 & 50-
328/91-11 for period Mar 1990 - June 1991.

WILSON.J.L Tennessee Valley Authority. 91/09/18. Document Control Branch (Docu-
ment Control Desk). 20pp. 59217:114-59217:128.

9109260128 Notification of 910925 meeting w/util in Rockville.MD to discuss steam
generator insp plans for upcoming refueling outage.

LABARGE.D.E. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 91/09/18. HEBDON.F.J. Project Directorate II-4 (formerly TVA Project Direc-
torate) (Post 900603). 4pp. 59209:214-59209:217.

R. Periodic operating reports & related correspondence

9109040076 "Effluent & Waste Disposal Semiannual Rept Jan-June 1991." W/910829
Itr.
WILSON.J.L. Tennessee Valley Authority. 91/06/30. 150pp. 58949:089-58949:280.

9109030032 Forwards third annual rept of employee concerns special program correc-
tive actions implementation for 900101-1231.

WALLACE.E.G. Tennessee Valley Authority. 91/08/27. Document Control Branch
(Document Control Desk). 2pp. 58928:174-58928:196.

-9109030166 'Third Annual Rept of Employee Concerns Special Program Corrective
Actions Implementation."
* Tennessee Valley Authority. 91/07/31. 21pp. 58928:176-58928:196.

9109030227 Forwards fitness for duty program performance data for six-month period of
Jan-June 1991.

WALLACE.E.G. Tennessee Valley Authority. 91/08/29. Document Control Branch
(Document Control Desk). 35pp. 58938:093-58938:127.

9109200252 Monthly operating repts for Aug 1991 for Sequoyah Nuclear Plant Units 1 &
2.W/910913 Itr.

HOLLOMON.TJ,, WILSON.J.L Tennessee Valley Authority. 91/08/31. 10pp.
59156:153-59156:162,

DOCKET 50*329 MIDLAND PLANT, UNIT 1

Q. Inspection reports, IE Bulletins &. correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

DOCKET 50-330 MIDLAND PLANT, UNIT 2

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs:' Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

DOCKET 50-331 DUANE ARNOLD ENERGY CENTER

F. Security, medical, emergency & fire protection plans

9109120183 Forwards Amend 175 to License DPR-49 & safety evaluation. Amend re-
vises surveillance requirements for fire pumps.per 910222 application & 910614 suppl.
SHIRAKI.C.Y. Project Directorate III-3. 91/09/04. LIU.L. Iowa Electric Light & Power
Co. 3pp. 59100:342-59100:352.

-9109120168 Amend 175 to License DPR-49,revising surveillance requirements for fire
pumps.
SHIRAKI.C.Y. Project Directorate III-3. 91/09/04. 5pp. 59100:345-59100:349.

-9109120189 Safety evaluation supporting Amend 175 to License DPR-49.
* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/04. 3pp.
59100:350-59100:352.

9109200025 Rev 12 to Duane Arnold Energy Ctr emergency plan.W/910917 Itr.
SERRA.P.L,   MINECK.D.L  Iowa Electric  Light &  Power Co. 91/09/17.  350pp.
59158:001-59158:286,

, LERs & related correspondence

9109030026 Special rept 91-15:on 910801 .significant corrective action rept initiated to
document that free-field beta radiation doses used to environ qualify safety-related
mt considered nonconservative.

W)LSON,J

N.J.L Tennessee Valley Authority. 91 /08/26. Document Control Branch (Docu-
ment Control Desk). 4pp. 58926:290-58926:293.

9100100353 Special rept 91-13:910727.operability of fire detection instrumentation in
Rre Zone 352 for lower compartment cooler area noted. Detector in affected fire areas
will be restored to operable status.

WILSON.J.L Tennessee Valley Authority, 91/09/06. Document Control Branch (Docu-
ment Control Desk). 4pp. 59061:250-59061:253.

V. Operator Examinations

9109240046 Forwards exam rept 50-327/91-300 for both units on 910819- 23.NRC un-
derstands that concerns re operator training in fuel handling resolved in telcon on
910909.                                 HO

WILSON.B.A. Region 2 (Post 820201). 91/09/11. NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 59172:196*59173:057.

-9109240058 Exam rept 50-327/91-300 for both units on 910819-23.Exam exam
results:one reactor operator & all senior reactor operators passed both written & oper-
ating exams.

RAPP.C.,  LAWYER.LL.   Region  2  (Post 820201).   91/09/10.  200pp.  59172:200-
59173:057.

P. Operating license stage documents & correspondence

9109250006 Partial response to FOIA request for records.App B & C records available
in PDR.

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/04/19. WILLIAMS.O. JRA Associates. 18pp. 59236:042-59242:147.

-9109250053 Forwards ISLOCA research program info re listed plants.
BURDICK.G.R. Office of Nuclear Regulatory Research (Post 860720). 89/07/25.
BARRETT.RJ. Project Directorate III-2. 3pp. 59237:164-59237:166.

9109050208 Responds to generic Itr 90-03, "Clarification of Staff Position in Generic Ltr
83-28,ltem 2.2,Part 2, Vendor Interface for Safety-Related Components.'" Adequate
vendor interface programs should include program w/NSSS vendors.
SHIRAKI.C.Y. Project Directorate 111-3. 91/08/23. LIU.L Iowa Electric Light & Power
Co. 3pp. 58993:178-58993:180.

9109050042 Forwards Suppl 1 to Rev 12 of QA Program Description.per comments ad-
dressing   updated   FSAR   Section   17.2.2.3   re   identification   of   safety-related
structures.sys.components & items & updated FSAR Section 3.2.
MCGAUGHY.R.W. Iowa Electric Light & Power Co. 91/08/27. MURLEY.T.E. Office of
Nuclear Reactor Regulation, Director (Post 870411). 19pp. 59028:334-59028:352.

9109040052 Informs that review of 910628 QA program description & changes to
UFSAR    section    3-2    re    classification    of    structures.sys    &    components
complete.Concludes that revs meet requirements of 10CFR50,app B.
MILLER,H.J. Region 3 (Post 820201). 91/08/28. LIU.L Iowa Electric Light & Power
Co. 1p. 58935:192-58935:192.Post 820201). 91/09/10. 200pp. 59172:200-59173:057.
